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APPENDIX  A.

axle of the measuring drum have travelled in the three revolutions
as much as one division beyond the point from which it started,
some water must be removed from the meter; if the travel of the
meter hand is as much as one division short of this point, some
water must be poured in. The operation is then to be repeated
until the error is found to fall within the specified limits.

APPENDIX 0.

"Each Gas Examiner shall on each day make and deliver a
report of the result of the testings of the gas supplied by the
Company conducted by him on the immediately preceding day to
the controlling authority, to the Gas Referees, to the Chief Gas
Examiner, and to the Company, and the books kept by a Gas
Examiner for recording the results of the testing of such gas by
him shall be open at all reasonable times to the inspection of
the Company without payment." (Gas Light and Coke and other
Gas Companies Acts Amendment Act, 1880, Section n.)

"Each Gas Examiner shall forthwith deliver to the controlling
authority, to the Gas Referees, to the Chief Gas Examiner, and to
the Company a report of the result of each testing conducted by
him under the provisions of this section." (London Gas Act,
1905, Section 5 (2).)

In making his returns for IJluminating Power as given by the
flat flame, and for Calorific Power, the Gas Examiner shall put
down the result of each testing, and the time at which the testing
was made.

On p. 286 is an example of the form in which returns are
to be made.

